ALTAR  OF 
OUR  LADY  OF  GOOD  VOYAGE  CHURCH, 

GLOUCESTER,  MASSACHUSETTS  ° 

National    shrine    of    the    Fishermen.     Also  ^ 

known  as   the   Carillon   Church,   having   the  °- 

first    set    of   Carillon    Bells    in    the    Western  < 

Hemisphere,  consisting  of  33  bells.  « 
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